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November 24, 1998 




Mr. Harold Weisberg 
7627 Old Receiver Road 
Frederick, Maryland 21202 

Dear Harold: 

I was sorry to learn from a mutual friend at the COPA meeting in Dallas that you 
had been recently hospitalized. I hope that your medical problem is not serious and that 
you will be released shortly. 

With kind regards to you and your wife. 


Sincerely, 



CHW/esy 
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